STATUTES AT LARGE

Sec. 2. Camp Location and Upkeep.-Camps shall be located on suit-
able and well-drained ground, roads, trails and walks for the use of the
public, in connection with the camp, shall be so guarded or posted as to
insure safety. The premises and equipment shall at all times be kept in a
clean and safe condition and free from vermin. The camp site shall
be kept free from noxious weeds such as poison ivy, ragweed and poison
sumac.
Sec. 3. Water Supply.-(a) The water -supply for drinking and cul-
inary purposes shall be safe. No supply shall be used until it has been
inspected, tested by an accredited laboratory. When water from a public
supply is carried in, clean containers shall be used.
(The use of a common drinking cup is prohibited by State law.)
(b) Drinking Water (Wells).-All wells, whether dug driven point or
drilled and cased, shall be so located, constructed and topped, and the
pump so attached a sto prevent pollution of the well water.
(c) No surface spring water shall be used for drinking or for preparing
foods unless amply protected against pollution, and not before it has been
inspected, tested and pronounced safe by the State Board of Health.
(d) Newly constructed and reconstructed wells, whether drilled or
iron pipe cased with driven point, and pumps, water pressure systems, and
new piping, shall be sterilized and duly tested by an accredited labora-
tory before use.
(Tests for the purity of water supplies are made free of charge by the
State Board of Health Laboratory, Columbia, South Carolina. Steril con-
tainers can be secured from the local County Health Officer.)
Sec. 4. Toilets.-All toilets shall conform to Section 5041, Code, 1932,
and rules and regulations of the State Board of Health.
Sec. 5. Washing Facilities.-Hand and clothes washing facilities must
be adequate and shall be kept in a sanitary condition at all times.
Sec. 6. Garbage, Rubbish, Waste Water, Etc.-(a) Garbage of the
camp and tin cans shall be kept in separate, covered containers and buried
or otherwise disposed of without creating a nuisance. The camp shall be
kept free from rubbish.
(b) Waste water from washing facilities, kitchen and other buildings or
equipment shall be collected and disposed of so as not to form pools on
the ground in or near the camp, nor create a nuisance, nor pollute any
drinking water supply.
Sec. 7. Sleeping and Living Quarters.-(a) Camp owners maintaining
or offering for the use of the public sleeping or living quarters shall meet
the requirements prescribed by this section.
(b) Every such camp building or tent used for sleeping or living
quarters shall have windows or opening so constructed as to admit sun-
light. The ventilation shall be adequate to keep the air in all parts of
the living and sleeping quarters clean.
(c) The living and sleeping quarters shall be kept clean and sani-
tary, and during the insect season all outside openings shall be effectively
screened with 18-mesh screen wire.
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